ENGINE CONTROL SYSTEM 


ACCELERATOR PEDAL ROD ASSY (2AZ-FE) 
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ACCELERATOR PEDAL ROD ASSY (2AZ-FE) 

REPLACEMENT 



REMOVE ACCELERATOR PEDAL ROD ASSY 

Disconnect the accelerator pedal position sensor con¬ 
nector. 

Remove the 2 bolts and pedal rod. 

INSTALL ACCELERATOR PEDAL ROD ASSY 

Install the pedal rod with the 2 bolts. 

Torque: 4.9 N m (50 kgf cm, 43 in. Ibf) 

Connect the acceleator pedal position sensor connector. 
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